AYSC-ARTH  RURAL  DISTRICT  COUNCIL 


Annual  Report  of  the  Medical  Officer  of  Health  for  the  year  1953 . 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I have  pleasure  in  submitting  the  following  report  on  the 
public  health  services  of  the  Rural  District  Council  for  the  year  1953. 


GENERAL  PROVISIONS. 

Public  Health  Officers. 

Medical  Officer  of  Health  : Wm.  Sharpe,  M. 3. , Ch .3. ,3. Sc . ,D.P.H, 
Sanitary  Inspector  i N.G.  Mayne,  A.R.  San.  I.,M. S.I.A. 

County  Council  Nursing  Staff  operating  in  districts 

Miss  D.E.  Abraham  : Bainbridge  District 

Mrs.  N.  Jones  i Hav/es  District  X 

Mrs.  M. J.  Eairburn  s W. Burton  & Carperby  District, 

Ambulance  Services . 

The  facilities  provided  by  the  County  Council  consist  of 
ambulance  stations  at  Northallerton  and  Bainbridge. 

Laboratory  Services. 

Public  Health  Laboratory,  Eriarage  Hospital,  Northallerton. 
General  Statistics  of  the  Area. 


Area  ( in  acres  ) 81,032 

Population  (estimated  mid-year,  1953)  3474 

Inhabited  houses  1237 

Rateable  Value  <£  P.3?S7 


V 
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Vital  Statistics 


Mia  1 e s 

Females 

Total 

Rates  / 1000 
Home  Population 

Local 

England  & 

'Wales 

LIVE  BIRTHS : 

Legit irnate 

43 

34 

71 

) 22  5 

15.5 

Illegitimate 

1 

0 

1 

STILLBIRTHS: 

Legitimate 

Illegitimate 

0 

0 

1 

0 

1 

0 

| 12. 7x 

22. 4x 

DEATHS: 

All  Causes 

26 

26 

52 

15.0 

11 .4 

Maternal  Causes 

- 

0 

0 

Ox 

0. 76x 

Enterities  and 
diarrhoea  under 

2 years. 

Measles  (all  ages) 

0 

0 ■ 

0 

0 + 

l.l-f 

0 

0 

0 

0 

— 

Whooping  Co ugh {a 11  ages) 

0 

0 

0 

0 

- 

x Rates  per  1000  Total  (Live  and  Still)  Births. 
| Rates  per  1000  Live  Births. 


Local  tEngD  nd  &jeWales 

Death  rate  of  Infants  under  1 year  of  age 
All  infants  per  1000  live  births.  25.6  26.8 

Legitimate  infants  per  1000  legitimate  live 

births.  26.0 

Illegitimate  infants  per  1000  illegitimate 

live  births.  0 

POPULATION  TREED. 


I ...  

1953 

1952 

1951 

1950 

1949 

1948 

1947 

Mid  year  population 

3474 

3492 

3 534 

3573 

3614 

3623 

3510 

Birth  Rate 

22.  5 

17.5 

18.7 

12.0 

17.4 

19.0 

17.1 

Death  Rate 

15.0 

14.9 

17.0 

14.3 



16.9 

13.2 

14.5 

CLaSS IFIED  CAUSES  OR  DEATH . 


Cause  of  Death 

Males 

Females 

Total 

Rates/ 1000  Home  Pop. 
Local  England  & Wales 

ALL  CAUSES 

26 

26 

52 

15.0 

11.4 

Tuberculosis 
Other  Infectious  & 

0 

0 

0 

0 

0.20 

parasitic  diseases 

1 

0 

1 

0.29 

— 

Cancer 

4 

4 

8 

2.30 

— 

Leukaemia , a leukaemia 

0 

1 

1 

0.  29 

Cardio  Vascular. 

15 

.16 

31 

8.92 

Influenza 

1 

0 

1 

0,29 

0.16 

Pneumonia 
Other  respiratory 

2 

1 

3 

0.86 

0.  55 

diseases. 

1 

1 

2 

0.  58 

Digestive  diseases 
Other  defined  and  ill 

1 

0 

r 1 

0.  29 

- 

defined  diseases 

1 

2 

3 

0.86 

Motor  vehicle  accidents. 

0 

1 

1 

0.29 

1 

I 


* 
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Infectious  Diseases. 


1 

Rates  / 1000 
Home  Population. 

Vlales 

Females 

Total 

_ . . .....  .1 

Local 

England  & 
Wales 

Typhoid  Pever 

0 

0 

0 

0 

0.00 

Paratyphoid  Pever 

0 

0 

0 

0 

0.01 

Meningococcal  Infection 

0 

0 

0 

0 

0.03 

Scarlet  Pever 

5 

6 

11 

3 • 17 

1.39 

Whooping  Cough 

14 

18 

32 

9 o 21 

3.58 

Diptheria 

0 

0 

0 

0 

0.01 

Erysipelas 

0 

0 

0 

0 

0.14 

Smallpox 

0 

0 

0 

0 

0.00 

Measles 

101 

116 

217 

62.5 

12. 36 

Pneumonia 

0 

0 

0 

0 

0.84 

Acute  Poliomyelitis 
(including  polioenceph- 
alitis ) 

Paralytic 

1 

3 

4 

1.15 

0.07 

IT  o n - Pa  r a ly  t i c 

1 

G 

1 

0.29 

0.04 

Pood  Poisoning 

0 

0 

0 

0 

0.24 

Peuperal  Pyrexia 

0 

0 

1 

0 

j 0 

l 

1 

18. 23x 

i 

x Rates  per  1000  Total 
Infectious  Diseases. 

(Live 

and  Still) 

Births 

» 

There  were  five  cases  of  acute  poliomyelitis  during  the  year 
and  this  small  outbreak,  in  a rather  closed  community,  w here  the 
water  supply  and  sewage  disposal  arrangements  leave  quite  a lot  to  be 
desired,  caused  considerable  anxiety . It  was  felt  that  the  conditions 
were  such  that  a very  serious  epidemic  might  result  and  it  was  indeed 
fortunate  that  the  outbreak  was  so  limited.  My  thanks  are  due  to 
the  very  fine  co-operation  received  from  the  Medical  Practitioners 
in  the  district  m carrying  out  tne  various  preventive  measures  which 
were  put  in  force. 

It  will  also  be  seen  from  the  above  table  that  there  was  an 
extremely  high  incidence  of  measles  and  whooping  cough  during  the 
year  under  review.  Fortunately  these  diseases  were  generally  of 
a mild  nature  and  complications  were  rare.  ho  deaths  occurred  in 
either  outbreak. 

Immunisation . 

age  Group  Immunised . 

G - 4 62% 

5-15  98% 


Vaccination . 

66%  of  the  children  born  during  the  year  were  vaccinated 
• against  smallpox 


Digitized  by  the  Internet  Archive 
in  2016  with  funding  from 
Wellcome  Library 


https://archive.org/details/b28817618 


Age  Group 

Hew  Cases 

Deaths . 

Pulmonary 

llon-Pulmo  n ary 

Pulmonary 

Non-Pulmonary 

W1 

O 

0 

0 

0 

0 

5-15 

1 

1 

G 

0 

15- 

6 

0 

0 

0 

Total 

7 

1 

0 

0 

There  were  22  cases  of  pulmonary  tuberculosis  and  1 case 
of  non -pulmonary  tuberculosis  on  the  register  at  the  31st  December, 
1953,  which  gives  a rate  of  6.62  cases  of  tuberculosis  per  1000 
population  as  compared  with  4.01' in  1952. 

IT,  Oil  Au.L  AS  31  ST  ..ill  CD  ACT  1948 

It  has  not  been  necessary  to  take  action  under  Section  47 
of  the  above  Act  which  deals  with  the  compulsory  removal  to  suitable 
premises  of  persons  in  need  of  care  and  attention. 

Env i r onme  n ta.  1 Hyg  j.  e n e . 

Water  Supplies. 

There  has  been  no  improvement  during  the  year  in  the  quality 
of  the  contaminated  water  supplies  in  the  area,  and  I would  again 
emphasize  the  danger  to  health  of  the  supplies  to  Hawes,  Gayle ,Hardrcw  , 
Simonstone,  Hewbiggin,  Thoralby,  and  Appersett.  It  is  hoped  that 
action  will  be  taken  soon  to  improve  or  supplement  these  various 
supplies  which  are  subject  to  heavy  intermittent  contamination. 

Sewerage  and  Sewage  Disposal . 

Sewage  disposal  works  are  now  in  operation  at  Hawes,  Aysgarth 
Bainbridge,  Wort on,  Carperby,  Burtersett,  Appersett  and  Hardraw. 

The  recently  completed  plant  at  Hawes  is  still  unsatisfact- 
ory, and  the  standard  of  the  effluent  produced  has  been  the  subject 
of  numerous  complaints  by  Officials  of  the  Yorkshire  Ouse  River  Board. 
This  poor  effluent  is  attributable  to  the  consistent  overloading  of 
the  works,  due  to  the  large  amount  of  surface  water  gaining  access 
to  the  sewerage  system.  This  surface  water,  or  a large  part  of  it, 
will  have  to  be  excluded  before  a satisfactory  effluent  can  be 
obtained . 

A number  of  villages  are  still  without  adequate  sewerage  or 
sewage  disposal  systems  and,  although  these  schemes  are  very  desir- 
able, I should  like  to  repeat  the  statement  made  in  a previous  report. 
Then  I stated  that  where  it  was  felt  that  it  was  economically  impos- 
sible to  go  ahead  with  both  water  and  sewage  schemes,  the  first  call 
on  the  financial  resources  of  the  Council  must  be  for  the  improvement 
of  the  water  supplies  in  the  district.  This  should  always  be  given 
prime  consideration  because  of  its  much  greater  risk  to 'the  health 
of  the  community. 

Refuse  Collection. 

The  change  in  the  method  of  refuse  collection,  during  the 
year,  from  private  collection  to  public  is  welcomed.  The  system  is 
considered  to  be  adequate  for  a Rural  area.  All  the  main  centres 
of  population  have  a fortnightly  collection. 

The  tipping  facilities  are  satisfactory. 


\ 


. 
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Housing: 


There  is  very  little  I can  add  on  this  subject  to  what  has 
been  written  in  previous  reports.  The  problem  of  the  numerous 
houses  unfit  for  human  habitation  remains  to  be  tackled,  and  it 
would  appear  that  the  time  has  now  come  when  a start  may  be  made 
on  the  demolition  of  the  really  bad  property  in  the  district.  It 
is  appreciated  that  a considerable  number  of  dwellings  which  one 
would  like  to  see  closed  will  have  to  be  used  for.  a number  of  years 
to  come,  and  every  effort  should  be  made  to  improve  the  living  con- 
ditions of  the  unfortunate  families  who  are  condemned  to  live  in 
unhealthy  and  uncongenial  surroundings. 

Meat  and  Hood  Inspection. 

There  has  been  no  change  during  the  year  inthe  slaughter  and 
inspection  of  animals  intended  for  human  consumption.  This  is 
centralised  at  the  Leyburn  abattoir  and  works  satisfactorily,  alth- 
ough the  abattoir  itself,  as  has  been  stated  previously,  is  badly 
situated  and  does  not  comply  with  modern  standards. 

I am , G en  1 1 e men  ■■ , 

Your  obedient  Servant, 

Wm.  SHARPE 

Medical  Officer  of  Health. 


Thornborough  Hall, 
Leyburn , 

^August,  1954. 


APPEHDIX 

Inspections  carried  out  by  the.  Sanit:  ry  inspector . . 

A total  of  1468  inspections  were  carried  out  during  the  year 
and  an  analysis  of  these  is  given  below. 


Inspections 

Informal 

Hotices 

Complied 
wi  th 

Statutory 

Hotices 

Hot  comp- 
lied wi  th 

Council  Works 

512 

- 

- 

- 

- 

Housing 

594 

7 

6 

- 

1 

Da i r i e s an  d 
Cowshed s 

26 

-» 

- 

T ‘ 

- 

Public  Health 
Ac  t s 

336 

25 

24 

- 

1 

i 

. 

-• 


‘ 


■ 
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bacteriological  aHaLYsis  oe  water . 


o 

o 

fsj 

Date  of 
Sampling. 

.address . 

Summary  of  Analysts  Reports. 

lc 

19.1.53 

Carperby  Reservoir 

Ho  Contamination, Suitable  for 
drinking  & domestic  purposes. 

2c 

26.1.53 

Collecting  Tank, Bridge  End 
farm,  Walden  Horth. 

Ho  Contaminat ion o Suitabl e for 
drinking  & domestic  purposes. 

3. 

26 . 1 o 53 

Ays garth  Reservoir 

Ho  Contamination. Suitable  for 
drinking  oc  domestic  purposes. 

4c 

26.1.53 

West  Burton  Reservoir 

Ho  Contaminat i on . Sui table  for 
drinking  & domestic  purposes. 

5. 

26.1.53 

Bainbr idge  Reservoir 

Ho  Contamination . Suitable  for 
drinking  & domestic  purposes. 

6 . 

24,3.53 

Spring  in  field  301. 
East  Spring.  Hawes. 

Ho  Contaminat ion . Sui table  for 
drinking  & domestic  purposes. 

7. 

24.3.53 

Spring  in  field  301. 
Middle  Spring.  Hawes. 

Ho  Contaminat i on . Suitable  for 
drinking  & domestic  purposes. 

Sc 

24,3.53 

Spring  in  field  294 
Hawes. 

Ho  Contamination.  Suitable  for 
drinking  and  domestic  purposes, 

9. 

8.6.53 

Collecting  Tank, 
Ap  p e r s e 1 1 Wa  t e r 

Hot  suitable  for  drinking 
and  domestic  purposes. 

I0o 

8.6.53 

Hard raw  Reservoir, 

Hot  suitable  for  drinking 
and  domestic  purposes. 

» 

i — 1 
i — 1 

8.6.53 

Collecting  Tank, 
Cotterdale  Water. 

Hot  suitable  for  drinking 
and  domestic  purposes. 

12c 

15.7.53 

Thoralby  Reservoir 

Cla  ssified  as  Suspicious. 

13c 

15.7.53 

Carperby  Reservoir 

Hot  suitable  for  drinking 
and  d omes t i c pur po  se  s . 

14. 

21.7.53 

Happa  Sc  arr  Wa  ter 

Hot  suitable  for  drinking 
and  doit's  tic  purposes. 

1 0 © 

21.7.53 

He  ugh,  Happa  Sc  arr. 

Hot  suitable  for  drinking 
and  domestic  purposes. 

16. 

4.8.53 

H e ugh , Happa  Sc  a r r . 

Classified  as  Suspicious, 

17. 

5.8.53 

Happa  Scarr  Water 

Hot  suitable  for  drinking 
and  d ome  s t i c p ur p ce  e s . 

a 

GO 

1 1 

14.9.53 

Collecting  Tank, 
app  e r s e 1 1 Wa ter 

Hot  suitable  for  drinking 
and  domestic  purposes. 

o 

CT> 

i — 1 

14.9,53 

Main  Spring  Supply 
Hawe s Re  s e r vo ir 

Hot  suitable  for  drinking 
and  domestic  purposes. 

20. 

6.10.53 

Bur  ter sett  Reservoir 

Classified  as  Suspicious. 

21. 

3.11,53 

Hewbiggin  Reservoir. 

Hot  suitable  for  drinking 
and  domestic  purposes. 

22. 

L 

3.11.53 

. _ 

West  Burton  Reservoir 

Hot  suitable  for  drinking 
and  domestic  purposes. 

; 
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bo. 

Date  of 
Sampling 

Addre s s 

3 umma r y of  Ana l.yst’s  Reports. 

23. 

3.11.53 

Carperby  Rest-rvoir 

bot  suitable  for  drinking 
and  domestic  purposes. 

24. 

23.11.53 

West  Burton  Reservoir 

Classified  as  Suspicious. 

25  o 

23.11.53 

Carperby  Reservoir. 

bo  Contamination. Suitable  for 
drinking  and  domestic  purposes. 

26. 

14.12.53 

Collecting  Tank,  Smelter 
Farm,  Bishopdale. 

Classified  as  Suspicious. 

27. 

28.12.53 

Tap  in  Council  Offices. 
Filter ed . 

bo  Con tarnin at i on . Sui tabl e for 
drinking  and  domestic  purposes. 

28. 

28.12.53 

Tap  in  Council  Offices. 

bot  suitable  for  drinking 
and  domestic  purposes. 

29. 

28.12.53 

Tap  at  Myers  Hill  Spring 
taken  from  C.  Peacocks 
House.  Filtered. 

bo  Contamination . Suitable  for 
drinking  and  domestic  purposes. 

30. 

«’  A. 

28. 12.53 

Tap  at  Myers  Hill  Spring 
taken  from  C.  Peacocks 
House . 

bo  Contamination .Suitable  for 
drinking  and  domestic  puiposes. 

i 

Table  showing  population  suppl led  from  Public  Water  I Iain s » 


Pari sh 

Houses 

Population . 

Abb o t s i d e High  . . 

• o 

t o 

0 o 

© o 

85 

284 

Abb  o t s i d e L ow 

e o 

0 Q 

0 o 

o o 

26 

68 

Askri  gg 

o o 

© 0 

9 0 

0 o 

143 

476 

Aysgarth 

• © 

9 0 

• o 

Q 9 

65 

260 

Bainbridge 

O 0 

• o 

O o 

150 

428 

Bishopdale 

0 o 

9 O 

0 o 

0 © 

- 

- 

Bur  t on— cum-Walden 

O o 

0 © 

e 1 

• 0 

9 7 

227 

Carper'oy-c urn- Th ores  by 

o o 

C 0 

« 0 

64 

197 

Hawes 

© o 

9 O 

© 0 

O 0 

367 

982 

bewbigg in 

• 0 

• • 

© o 

o o 

22 

64 

Thoralby  . . 

c • 

0 o 

o 0 

0 o 

45 

118 

Thornton  Rust  . . 

• o 

• o 

0 9 

O 0 

34 

"114 

Total  bo  Houses  in  Area  1237 


Total  Population  34  74. 


Total  bo  Houses  supplied 
from  Public  Mains  1098 


Total  Population  supplied 
from  Public  Mains.  3218c 


Total  bumber  Houses 

’There  supply  is  satisfactory  562 


Total  Population  where 
supply  is  satisfactory  170S. 


Total  burnb e r of 
Where  supply  is 


Houses 

unsat isfactory. 


536  o 


Total  Population  where 
supply  is  unsatisfactory  1509 

{ includes  Hawes  & Gayle  where 
there  are  305  houses  with  an 
estimated  population  of  867). 
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Table  show 

ing  number 

of 

houses 

connected  tb 

Public  Sewers. 

Pari sh 

No 

of  Houses 

Population  served 

Abbot side  High 

© O 0 0 

O 0 

0 o 

49 

142 

Abbot side  Low 

0 O • 0 

0 o 

- 

- 

Askrigg 

• 0 • o 

• o 

0 o 

- 

- 

Ay  sgarth 

• o 0 0 

0 O 

0 o 

51 

211 

Bainbridge 

O 0 0 o 

0 o 

0 o 

145 

412 

Bishopdale 

9 0 • O 

9 o 

• * 

- 

- 

Burto n-cum-Walden  . „ 

0 o 

9 © 

- 

- 

Carper by- cum-Walden  . . 

9 0 

• o 

57 

178 

Hawes 

0 o #0 

0 0 

9 9 

359 

962 

Newbiggin  & Thoralby.. 

• O 

9 0 

- 

- 

Thornton  Rust 

9 0 O O 

9 o 

9 o 

— 

— 

661 

1911 

With  a total  population  of  approximately  34^  4 the  percentage 
for  which  sewerage  is  provided  is  54^. 

HOUSING-  SURVEY. 


Houses  surveyed  were  classified  as  follows- 


Total  number  of  houses 


II  ts 

Glass  1 
Glass  2 
Glass  3 

Glass  4 

Class  5 


t!  “ surveyed 

Satisfactory  in  all  respects 
Minor  defects 

Repairs  or  structural  alter - 
s,  t j.  o ns. 

Suitable  for  improvement  work 
under  the  Housing  Act-.  1949 
Unfit  for  habitation 


1237 

901 

118 

287 

3 74 

154 

122 


Overcrowd ing «, 

(a)  Total  number  of  houses  overcrowded  2 

at  the  beginning  of  the  year. 

(b)  Number  of  families  dwelling  therein  2 

(c)  Number  of  new  cases  of  overcrowding  NIL 

(d)  Number  of  cases  relieved  NIL 

(e)  Number  of  persons  concerned  in  such  cases  NIL. 


HOUSING  AND  NEW  BUILDINGS . 
Houses  built  by  Private  Enterprise . 


The  tables  below  gives  details  of  houses  under  construction 
end  those  completed  since  1945  in  the  various  parishes;- 


Pari sh 

Completed 

Under  Construction. 

Haw  e s 

2 

Askrigg 

4 

“ 

Thornton  Rust 

1 

- 

Ay sgarth 

2 

** 

Total 

9 

- 

' 

• . 

1 


. 

. 


■ 

■ 


' 4 II 

* 


V 


9 . 


Houses  "built  by  Aysgarth  R.D.C. 


Pari sh 

Compl eted 

Under  Construction. 

Hawes 

18 

9 

Bainbridge 

8 

- 

AskPigg 

4 

- 

Garperby 

4 

o 

2 

Ays garth 

4 

- 

West  Burton 

2 

Total 

4G 

11 

Building  licences 0 

The  following  table  gives  details  of  work  licensed  during 
the  year  1953  s~ 


j 

Ho. 

Values  o 

i Hew  buildings 

1 

£ 2327 

! Repairs  and.  Adaptions 

1 

£ 980 

Total 

2 

£ 3307 

. 

PLAHS 

23  plans  were  considered  during  the  year.  Details  are 
shown  in  the  table. 


H ew 

Al £er . 

Garage 

Cowsh  ed  s 

Other 

Signs 

“T7 

Bui  .1  d i nr  q 

Dwell  i ngs 

Shed  s 

Dairies 

Build  ings 

Ha  we  s 

1 

2 

4 

1 

M 

— 

8 

Bainbridge 

1 

1 

1 

3 

^skrigg 

1 

- 

1 

Garperby 

1 

- 

1 

Aysgarth 

1 

g 

- 

5 

- 

1 

Thornton  Rust 

1 

- 

- 

1 

2 

Thoralby 

1 

- 

i 

- 

2 

Bi  shopdale 

i 

- 

1 

H.  Abbot side 
, 

1 

5 

- 

~ 

4 

Total 

2 

4 

i 

9 

2 

5 

1 

23 

FACTORIES  ,.CT  1937 


Powered 

Hon 

Powered 

Humber  on 
Register 

Inspe- 

ctions 

Humber  of 
written 
notice  s 

Occupiers 
Pro  secu t4d . 

(l)  Factories  in 
which  Sections 
1,2,3,4,&6 
are  enforced 
by  District 
Counc il . 

8 

8 

16 

(2j  Factories  not 
included  in 
(l ) in  which 
Section  7 
ApPl  led 

! 

} 

J 20 

1 

1 

1 . 

20 

32 

i 

V 


. 


. 


. 


' 


10 


V 


Humber  of  cases  in  v/hich 

defects  were  found 

Particular  s 

j 

Pow- 

ered 

Found 

Remed i®d 

IT  o t i f i ed 
by  HoM. 
Inspector 

Humber  of  cases 
in  which  prose- 
cutions were 
instituted . 

Want  or  Cleanliness 

« 

_ 

Overcrowd ing 

- 

- 

- 

- 

- 

Unreasonable  Temp. 

- 

- 

- 

— 

Inadequate  Vent- 
ilation . 

— 

— 

- 

Ineffective  drain- 
age of  floors 

- 

- 

San i tary 

Convenience  s z 
(a)  Insufficient 

(b)  Unsuitable 

- 

- 

■ - 

- 

- 

(c)  Hot  separate 
for  sexes 

- 

- 

- 

- 

- 

Factories  Act9l 9 J 7 


T rad  e s . 


Dairie s . 0 

Mineral  Water  factories 
Boot  Repairs 
Cement  Works  . . 

Printers 

Garage  s . . . » 

Smiths  o o « o 

Ta,ilors 

Grist  .o 

Sawmills 

Millers 

Bakers 

Jo iner s » . 
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POOP  IB SPEC Tip MS 


During  the  year  the  following  food  stuffs  were  inspected  and 
surr ended  as  being  unfit  for  human  consumption •- 


Article 

Weight 

Lamb  Tongue 

12  ozs. 

Beef  Loaf 

12  ozs. 

Damsons 

107  lbs.  4 ozs. 

Fruit  Salad 

13  ozs. 

Peas 

1 lb.  3 ozs. 

Cooked  Ham 

15  lbs.  5 ozs. 

Tinned  Strawberries 

14  ozs. 

127  lbs.  15  ozs. 

MELiT  INSPECTIONS. 


Grad e d Animal s 

Ca  s ual t y An ima 1 s 

C o nd emn  e d An i rna 1 s . 

Cattle 

445 

113 

34 

Ca  lv  e s 

5 

48 

17 

Sheep 

1927 

107 

44 

Pigs 

460 

60 

17 

CA 

( 


